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Date of entry in Register: 

Name of applicant/court: 
Applicant to the Labelling Body: 
Title of Publication: 

Other Known Titles: 

Director: 

Producer: 

Publisher: 

Author: 

Format: 

Country of Origin: 

Language: 


21 July 1998 

The District Court at Blenheim 
Not Applicable 

Danish Hard-Core Video Programme 125 

Danish Hard-Core Video 125, Untitled (Exhibit 33) 

Not Applicable 

Not Applicable 

Not Stated 

Not Applicable 

Video Slick 

Germany 

German 


Components of film originally examined: 

Feature: Not Applicable 

Trailers: 

Excision/Alteration: Not Applicable. 


Running time: 
Running time: 

Total Running time: 


Reason(s) for Excision: 

Not Applicable. 


Classification Decision: 

Objectionable. 

Display Conditions: 

Not Applicable. 

Descriptive Note: 


... Please turn over 


tmp94E6.tmp 




Not Applicable. 


Direction to issue a label has been given on Not Applicable 


SUMMARY OF THE REASONS FOR DECISION: 

The Classification Office classifies the video slick Danish Hard-Core Video 
Programme 125 as: 

Objectionable. 

The front cover of the video slick contains a large photographic image which depicts a 
woman being vaginally penetrated by the entire hand of a second woman. This large 
image degrades and dehumanises the penetrated female significantly by presenting 
her as little more than a large orifice for the sexual pleasure of others. The back cover 
contains a barrage of sexual activity within mainly group settings and the display of 
male and female genitalia which degrades and dehumanises the participants. 

In this instance an objectionable classification is a reasonable and justified limitation of 
si 4 of the New Zealand Bill of Rights Act 1990 given the likely injury to the public good 
from the degrading and dehumanising explicit depictions of men and women engaging 
in sexual activity. 


OFLCRef: 9800197 


tmp94E6.tmp 




